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OFFICIAL PROCEEDINGS OF 


THE PLUMBING BOARD 
OF THE CITY OF LANSING 





Proceedings, October 18, 1962 





Members Present: Larry Kain, William 
W. Miles, George Denfield, Leo J. Fox, 
Gray Turney, Stanley Peck, Collins Thorn- 
ton and Inspector Arnold E, Dell. 


Absent: Ralph Gunthrope. 
Meeting called to order at 4:05 P.M. 


Nominated: Collins Thornton—Elected 
Chairman. 


Unanimous. 


Nominated: Arnold Dell—Elected Sec- 
retary of Board. 


Unanimous. 


State Plumbing Board protest our plumb- 
ing inspector inspecting only certain sec- 
tions outside of City limits, he must in- 
spect an area of two miles outside the City 
limits or none at all. Mr. Thornton thinks 
and suggest to Board that the City of 


Lansing continue inspections in the two 
mile area outside of the City. 


Motion made by Mr. Fox and supported 
by Mr. Miles and Mr. Denfield. 


Carried by unanimous vote. 


Special meeting of Board will be called 
either Wednesday or Thursday P.M. of 
next week. 


Motion by Mr. Kain we adjourn, seconded 
by Mr. Turney. 


Adjourned at 5:00 P.M. 


Respectfully submitted, 


ARNOLD E. DELL, 
Secretary. 
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OFFICIAL PROCEEDINGS OF 


THE PLUMBING BOARD 
OF THE CITY OF LANSING 





Proceedings, October 25, 1962 





Members present: Collins Thornton, 
George Denfield, Leo J. Fox, Ralph Gun- 
thrope, William W. Miles, Grey Turney, 
Larry Kain and Inspector Arnold E. Dell. 


Absent: Stanley Peck. 


The meeting was called to order by 
Chairman, Collins Thornton at 4:00 p.m. 


Chairman, Thornton, explained the items 
for discussion. 


State Plumbing Laws Act 266 amended 
by Act No. 99, October of 1952. 


Section 4. The legislative body of all 
cities—upon adopting such rules and regu- 
lations shall provide for the enforcement 
of the same, of cities having a population 
of one hundred thousand or over. The 
enforcement of the rules and regulations 
shall extend for a radial distance of two 
miles in al] directions. 


Mr. Emery T. Colwell, Director of State 
Plumbing inspection was introduced by 
Mr. Thornton to the board, and explained 
the State Law regarding the two-mile limit 
and answered questions pertaining to the 
above regulations. 


Mr. Colwell stated he would notify all 
contractors within the two-mile area. 


Lansing will be expected to inspect all 
plumbing, including building sewers. 


Mr. Thornton to notify all plumbers of 
the change from State inspection to City 
inspection within the two-mile area. 


Mr. Dell explained the difference between 
the City and State Codes. 


Mr. Colwell states this area must comply 
to the City of Lansing Code. 


City Engineering Department to provide 
a new area map including the two-mile 
limits in all directions. 


The chairman of the board to notify 
Mr. Colwell of the date that Mr. Dell 
would be responsible for the new additional 
area, permits to be issued at the City 
Plumbing Department. 


Mr. Thornton discussed with Mr. Colwell 
the authority of local department inspecting 
plumbing work done by State department 
in a building leased or rented by a State 
department within the City. Mr. Colwell 
stated that the above must comply to 
State Plumbing Code and item requires 
inspection, 


“The State Plumbing Act is to protect 
the health and promote the safety and 
welfare of the people, by regulating the 
installation, alteration, maintenance, im- 
provement and inspection of plumbing.” 


State owned buildings and public sub- 
divisions need permits on all plumbing. 


Meeting adjourned at 4:45 p.m. 
Respectfully ‘submitted, 


ARNOLD E. DELL, 
Secretary. 
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